GENUINE CURTEICH-CHICAGO C.T. ARTCOLORTON E ' POST CARD ( R EG . U . S. PAT. 0 FF. ) 


POST CARD 


PLACE 
ONE CENT 
STAMP 
HERE 




Hills Falls, Klock Park, 
St Johnsv.ille, N. Y. 





